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NARA RG104, Entry 1, Box 155 


[Abstract:] Reports fire in the Assay Dept. 
Mint of the United States at Philadelphia, 
US. Mint 

December 9, 1888 


Hon. D.M. Fox 
Supt. 


Dear Sir 
I report a slight fire in the Assay department. 


Discovered it at 7:20. Mr. Barris Young and Barlerk, after some difficulty in getting in 
the room, soon succeeded in getting it under control. 


Very respectfully, 
A.C. Brodhead 


